DART AEROSPACE LTD Work Order: 
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Description: Clamp 
Ee 
Inspection Dwg: D3758 Rev: A 


FIRST ARTICLE INSPECTION CHECKLIST 
Tolerance 
Dimension Dimension 
0.203 +0.005/-0.001 
0.75 +/-0.030 


0.375 


0.425 
4.91 


0.031 +/-0.010 
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Measured by: Audited by: 


Approved 
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Preliminary Approval: 
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